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SUBJECT: MALFUNCTION OF CHANCERY ULTRASONIC ALARM SYSTEM 

THE ULTRASONIC ALARM SYSTEM IN CHANCERY HAS BEEN INOPERABLE FOR 
PAST TWO NIGHTS. THE PDI 803 MONITOR SHOWS CONSTANT ALARM SIGNAL 
FOR SECOND FLOOR. EMBASSY WILL APPRECIATE ANY SUGGESTIONS TO 
CORRECT MALFUNCTION. 
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